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JOURNAL NOTLCES. 

Anglia. Vol. X. Part II— Kamann, p. Die quei- 
len der Yorkspiele. —Dieter, F. Die Walderefrag- 
mente und die ursprttngliche gestalt der Walthersage. 
—Carl, B. Ueber Thomas Lodge's leben und werke. — 
Soffe, E. Eine nachricht fiber englische komBdianten 
in Mtthren.— Ellmer, W. Ueber die quellen der reim- 
chronik Boberts von Gloucester.— Horgtmann, K. 
Orologium Sapientiae or The Seven Poyutes of Trewe 
Wisdom. — Nuck, It. Zu Trautmann's deutung des 
ersten und neun und achtzigsten rStsels. 

Beitraege (Hrsg. v. Paul und Braune) Vol. 

XIII., PART II.— Helmburger, K. Grammatische dar- 
stellung der mundart desdorfes Ottenheim. — Leltz- 
ma 11 11. A. Zur Kritik und erklBrung des Winsbeken 
und der Winsbekin.— Zlmmermann, P. Heinrioh 
GSdings gedicht von Heinrich dem Lfiwen.— Bugge, 
8. Etymologische studien Uber germanische lautver- 
schiebung.— Grimme, F. Ein neues bruchsttlck der 
niederrheinischen Tundalusdichtung.— Falk, Hjalmar, 
Bemerkungen zu den lausavisur der Egilssage.— Holt- 
hausen, F. Miscellen. Ueber uo = d im Heliand.— 
Gallee, J. M. Graphische varianten im Heliand.— 
Bremer, 0. Ahd. leo lio Uuuo.— Lulck, K. Zur theorie 
der entstehung der schwellverse.— Kauffmann, Fr.— 
Geschlossenes e aus $ vor i. 

LlTERARISCHES CENRALBLATT. NO. 44.— Krei- 
ten, W. Molieres Leben and Werke. (H. K— ng).— 
Lange, 0. Die lateinischen Osterfeiern.— Bartsch, K. 
Die altdeutschen Handschriften der Universitttts- 
Bibliothek in Heidelberg. Die Schweizer Minne- 
sttnger.— Zarncke, Fr. Das Nibelungenlied.— Martin, 
E. AusgewBhlte Dichtungen von Wolfhart Spangen- 
berg.— No. 45. Altdeutsche Textbibliothek. Nos. 7, 
8.— Elze, K. Grundriss der englischen Philologie. (B. 
W.). BeitrBge zur Landes-u. Volkeskunde von 
Elsass-Lothringen : I. This, C. Die deutsch-franzOsi- 
sehe Spraehgrenze in Lothringen ; II. Martin, E. Die 
Badenfahrt von Thomas Murner.-Norton, Oh. E. 1 Cor- 
respondence between Goethe and Carlyle: 2. Carlyle, 
Thomas, Beminiscence. (iarnett, B. Carlyle (Ew. Fl.) 
— Gletmann, G. Parzival, Faust, Job u. einige ver- 
wandte Dichtungen.— (ludiiis, 0. Ed. Der Plan von 
Goethe's Faust— No. 46.— Devlllard, Cr., Chresto- 
mathe de l'ancien f ranfais. (H.K— ng). EddaSnorra 
Sturlusonar. Tomi III. pars 2— Seemiiller, Jos., Sei- 
f tied Helbling.— Boethe. Gust., Die Gedichte Eeinmar's 
von Loreter (H. P.).— Bleibtreu, K. Geschichte der 
englishen Literaturim 19. Jahrhundert (B. W.).— Vet- 
ter, Th. Chronik der Gesellsch. d. Mahler 1721-1722.— 
No. 47.— Br'amer, K. NationalitHt u. Sprache im 
KOnigreiche Belgien.— Bolssler, Gaston, Mme. de 
S^vigne (H. K— ng).— Baechtold, Jak., Geschichte der 
deutschen Literatur in der Schweiz.— Porkelsson, Jon: 
Breytingar a myndum. Holland, W. L. Zu Ludwig 
Uhland's GedSchtniss.— Fischer, H., Ludwig Uhland. 
—Belling, Ed., Die Metrik Lessing's (C). 

Deutsche Litteraturzeitung, No. 44— stahr, 

A. G. E. Lessing, sein Leben und seine Werke (A. 
Sauer).— Kremer, J. Estienne von Fougieres' Livre 
des ManiJres [Aus. und Abh. No. 39, Fr. Bischofl]. 
No. 45.— lemke, E. Volksttimliches in Ostpreussen 



(G. Kossinna).— Gaedertz, K. T. Goethes Minehen (E. 
Schmidt).— Tallat, G. Etude sur la vie et les oeuvres 
de Thomas Moore (A. Brandl).— No. 46.— Mueller, W. 
Mythologie der deutschen Heldensage (Max E8diger). 
— Martlnetti, G. A. e Antona-TraversI, 0. TJltime lettere 
di Jacopo Ortis— No. 47.— Gletmann, G. Parzival, 
Faust, Job undeinige verwandte Dichtungen (B. M . 
Werner). 

LA NCUVELLE REVUE, ler Novembre.— Peyrot, M., 
Symbolistes et Decadents.— 15 November— Hennequln 
E„ Charles Dickens, etude analytique. 

Revue Critique, No. 43— Bitter, e. Eecherches 

sur le poete Claude de Buttet et son Amalthfe (T. de 
L.).— Godefroy. La lettre N. du Dictionnaire (A. 
Jacques).— NO. 46.— Furnlvall, F. J., Some 300 fresh 
allusions to Shakspere, from 1594 to 1694.— Macray, W. 
B., The Pilgrimage to Parnassus [1597-1601, J. J. Jus- 
serand].— Oharmasse, A. de, Fran«;ois Perriu (A. Del- 
boulle). 

Revue politique et litteraire, No. 21— Paris, 

G., La lSgende du mari aux deuxfemmes.— No. 22.— 
Larroumet, G. De Moliere a Marivaux. 

NUOVA ANTOLOGIA, FASC. XX.— »el Lungo, I. 

Dante e gliEstensi.— Mazzoni, G. La vita di Moliere 
secondogli ultimi studi (Fine).— FASC. XXI.— Fornl- 
onl, 8. La Comedia del secolo XX.— Borgognonl, A. 
Poeti e Poesia. 

REVUE DU MONDE LATIN, Novembre.— Horatlus, La 

Literature espagnole contemporaine. 

Neuphilologisohes Centralblatt, No. 6 

(Dezember 1887)— Bilckblick. — Zweiter allgemeiner 
deutscher Neuplilologentag zu Frankfurt a. M. 
(Schluss.)— Die tjberbttrdungsfrage in Frankreich.— 
Uber den Gebrauch der FremdwBrter im Deutschen. 
Besprechung der am 22. MBrz 1887 von Dr. Waag laut 
Jahresbericht der Bealschule zu Freiburg i. Br. 
gehaltenen Festrede.— Berichte aus den Vereinen : 
Berlin, Cassel, Frankfurt, Hannover (Hornemann . 
Der Franz. TTnterricht in Gymnasialquinta ohne 
Lesebuch und Grammatik).— Kartellverband neu- 
philologischer Vereine deutscher Hochschulen (Sch- 
luss.).— Li tteratur: Besprechungen (Gelst, Lehrbuch 
der italienischen Sprache; Life of Adam Smith; L'Ami 
MacDonald; The Saracens; Thackeray's Letters.) 
Neue Erscheinungen. Inhaltsangabe von Zeitschrif- 
ten.— Nachruf.— Anzeigen. 

GlORNALE STORICO DELLA LETTERATURA ITAL- 
IANA, VOL. X. (FASC. 1-2).— Maerl-Leone, Francesco, 

II ribaldone Boccaccesco della Magliabechiana.-Bajna, 
Plo, Intorno al considdetto ' Dialogus Creaturarum ' 
ed al suo autore : II. L'autore, 2. Breve intermezzo. 
3. Maestro Bergamino. 4. Mayno de' Mayneri (con- 
tinuazione e fine).— Solertl, Angelo, Torquato Tasso e 
Lucrezia Bendidio.— Santinl, Plttro, Frammenti di un 
libro di banchieri fiorentinl scritto in volgare nel 1211. 
Paodi, E. G.— Illustrazioni linguistiche ai suddetti 
Frammenti.— Percopo, Erasmo, Dragonetto Bonifacio, 
marchese d' Oria, rimatore del secolo XVI.— Fcrrai, 
L. A., A. Medin, La resa di Treviso e la morte di Can- 
grande I della Scala.— Pellegrini, F. 0., P. Villari.La 
storia di Girolamo Savonarola, nuova ediz., vol. I.— 
Sciploni, G. 8..— Gir. Mancini, Nuovi documenti e 
notizie sulla vita e sugli scritti di L. B. Alberti. 
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